MCCOOK BOWL 

DAYTON, OHIO 

AMERICA'S FINEST AND MOST 
MODERN BOWLING ESTABLISHMENT 


44 LANES 


44 LANES 


IN A ROW 
WITHOUT A POST 

Completely Air Conditioned For Year Around Bowlins 


BY FRIGIDAIRE 

400 CARS FREE PARKING 400 CARS 


GENUINE CURTEICH-CHICAGO "c.T. ART-COLORTON E* * POST CARD ( R EG . U . S . PAT. 0 FF. ) 
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44 LANES — IN A ROW WITHOUT A POST — 44 LANES 


1301 KEOWEE ST. 


McCOOK BOWL 


DAYTON, OHIO 

















